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UNITED STATES 

ATOMIC ENERGY COMMISSION 

WASHINGTON, D.C. 20545 



JUL b 1974 


25X1 


25X1 

25X1 


25X1 


Executive Secretary 
United States Intelligence Board 
Central Intelligence Agency 
Washington, D. C. 20505 



Dear | | 

This is to designate Dr. John B. K. LaBarre, Social Security Number 
| as the AEC's alternate to the Committee on Imagery 
Requirements and Exploitation, effective immediately. 


Dr. LaBarre may be reached on IDS Code 119, extension 3323 or 
green 3206. Mailing address for the Government courier is: 


Dr. John B. K. LaBarre 

Office of the Assistant Director for Studies 
and Analyses 

Division of International Security Affairs 
Mail Station C-lll 
U. S. Atomic Energy Commission 
Washington, D. C. 20545 

Sincerely, 


I 



Chmn, COMIREX 


NATIONAL SECURITY 
INFORMATION 

Unauthorized Disclosure Subject to 
Criminal Sanctions. 



Assistant General Manager 



CONFIDENTIAL 
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